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STAT 


TRANSMITTAL SLIP 

DATE 

22 Sept 86 

T0: HQ S /Army attn: DAMI-ISI 

ROOM NO. 

2C474 

BUILDING 

Pentagon 


REMARKS: 


(ATTN: LtCol Thomas) 


Per your phone request, a copy 
of Mr. Gates' bio to be used in 
connection with his speech on 
7 October. Give a call, if I 
can be of further assistance. 


FROM: 

ROOM NO. 

BUILDING 

EXTENSION 

7D60 

Hqs 


FORM NO.^ . . 

REPLACES FORM 36-8 

(47) 

1 FEB 56 24 1 

WHICH MAY BE USED. 
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